MEETING OF THE 
ARLINGTON CONTRIBUTORY 
RETIRMENT BOARD 

The following meeting will be held at the 
Town Hall Annex 
2^^ Floor Meeting Room 
730 Massachusetts Avenue, 
Arlington MA 02476 


Thursday, March 27, 2014 at 4:30 PM 
COLA Hearing and Vote @ 4:30 PM 



